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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


GERMAN  IRIS 


The  true  “Fleur-de-Lis”  the  national 
flower  of  France.  They  are  perfectly 
hardy,  thrive  anywhere,  grow  and  bloom 
luxuriantly  particularly  if  plentifully 
supplied  with  water  or  if  planted  in 
moist  situations,  as  on  banks  of  ponds  etc 
Plants  well  established  produce  from 
50  to  100  spikes  of  bloom,  deliciously 
fragrant  and  fine  for  cutting. 

In  beauty  the  flowers  rival 
the  finest  Orchids. 


We  Have  25  Choice  Varieties 


Our  Selection  10  for  $1.00  Postpaid 
Named  Sorts  20c  Ea.,  $1.50  per  10  “ 


OUR  POPULAR  COLLECTION 

30  HARDY  Consisting  of  many  choice  sorts  of  Pmonies,  Iris, 

_ - Phlox,  Hemerocallis,  Daisies,  Columbines,  etc.,’ 

T LU  WLnb  which  will  come  up  year  after  year  with  added 
vigor  and  beauty  to  brighten  your  surroundings.  Most  of  these  will  bloom  the  first  season. 


$5.00 


STRAND’S  NURSERY,  Taylors  Falls,  Minn. 
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